From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Morris Odell <morriso@vifp.monash.edu.au> 
Subject: Re: "Non-Polarized" Electrolyics? 

Message-ID: <32AB755A.E62@vifp.monash.edu.au> 


Hi all, 


Among other discussion, Henry van Cleef wrote: 


Vv 


"Non-polarized" caps are for things like starting AC motors. They are 
> back-to-back "formed" electrolyte barriers, which exhibit a high back 
> resistance. "High" is relative here. 


I saw a circuit recently in which tantalum electrolytics were used 
back-to-back to try and simulate a non-polarized electrolytic. I was 
concerned that application of reverse bias to one or t'other might have 
unpredictable or damaging effects. I wonder whether anyone knows what 
the effect of such a reverse bias would be. Do we need to protect the 
caps with diodes in such applications? 


73 


Morris VK3DOC 


Morris Odell Victorian Institute of Forensic Medicine 
Forensic Physician 57-83 Kavanagh St, Southbank 3006 
morriso@vifp.monash.edu.au Victoria, 

Australia 


Web page: http://www.vifp.monash.edu.au/CFM/staff/mo. html 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: RIlowite@aol.com 

Subject: Re: "Non-Polarized" Electrolyics? HK1B Keyer 
Message-ID: <961208001830_1253786891@emout06.mail.aol.com> 


Re:the owner of the Hammarlund HK-1B keyer; I am the person who designed 
that unit for them back in the late 50's early 60's I forget exactly. Frank 
Lester (W2AMJ) was Sales Mgr. then and Stu Meyers was Chief Engineer. I have 
a manual for the unit showing the origonal wiring and other important info 
if you wish to restore it to factory specs. Do not persue your present route, 
waste of time and money. Someone butchered it up to "improve" it. Gud luck 
and Regards:Ralph Ilowite 
W2GKG. 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 

From: Pete McCollum 08-Dec-1996 0928 -0700 <mccollum@ssdevo.ENET.dec.com> 
Subject: "used repairable" from Fair 

Message-ID: <9612081632.AA09442@us3xrmc.pa.dec.com> 


I bought my 390A (EAC) from Fair a few years ago for $175, "used 
repairable". It had a little tag on the front that said "low output" - 
which was true: it worked, but had very weak audio. After a few hours, 
I found the cause: on one of IF stages, it's 100 ohm cathode resistor 
was burned up for somereason, and had been sloppily replaced with a 10K 
resistor, causing very low gain in that stage. That's the only thing I 
fixed. The calibration is dead-on in the middle of each band, and off 
by 2KC at each end. 


Pete 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: joelutz@juno.com (Joseph W Lutz) 

Subject: ‘Testing the waters' - Heathkit SA2500 
Message-ID: <19961208.184054.2838.1.JOELUTZ@juno. com> 


Hi Gang, 


Was wondering, although not really classified as a BA, and even 
though I have been bitten by the ‘Green Machines' - I wonder what is the 
going market on a Heathkit SA2500 Auto-Tune unit/with Original Manual - 
besides it isn't even ‘Heath Green' <G>. I built it back it the '80's 
while in Portugal, and Never really used it that much because it was not 
what I was expecting I guess. Appearance is definately a 10, and unless 
something got 'juggled' in moving around the globe, it should be 
operationally sound. I believe I used it less that 20 hours. So, does 
this unit have any ‘trade' potential. What has anyone seen these units 
go for at Hamfests and/or estate sales. Appreciate any feedback. 

"Happy Holidays from Central Virginia’ ' ' ' ' 


73 de JOE 


QWCA - NCVA - SOWP - FISTS 
Gordonsville, Va 22942 (Orange County) 
Looking For: EFJ Adventurer, Hallicrafter HT32 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 


From: john <johnmb@pop.mindspring.com> 
Subject: *xThe Micamold scorches the airwaves* 
Message-ID: <199612081834.SAA84382@mule1.mindspring.com> 


The mighty MicaMold XTR -1 (love that name!) with its 
firebreathing 14 watt 6L6 output will be holding forth on the 
3.579 colorburst freq tonight. Love monitoring the CW with 
the built in purple glow of the 80 rectifier on on its open chassis. 


We'll be looking to snag it's first QSO in who-knows-how 
long today, if anyone's interested. Fire up that Mack, or Eby and 
meet me there! 


Any interest in photos of this and some of the other junque around 
here? If so, I'll take some and put ‘em in my page... 


Best 73! 
/John 
John Brewer AMI #24 
WB50AU/4 Clayton NC 
Always looking for Lysco, and other 
lesser known commercial ham gear 
from the 30s-60s. 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: ARONGV@aol.com 

Subject: 6HF5 Source, 8236 Needs 

Message-ID: <961208204406_1719042547@emout01.mail.aol.com> 


Sorry. 

Earlier today I mentioned that I had bought some NIB 6HF5 tubes for $8.50. 
the time, some wanted to know the source and all I could remember was the 
name I've seen in magazines: J. Arndt. 

Here's the contact info. Just recovered it: 

Jef£ Arndt 

1215 Division St., Manitowoc WI 54220; (414)684-8830. 

Now, can anyone help me? 

I desperately need two sets of 8236 tubes. Know of others in my area also 
looking. 

Thanks, Ron ARONGV@aol.com 


At 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: ARONGV@aol.com 

Subject: 6HF5 Tubes, Also Needs 

Message-ID: <961208185125 1287420751@emout03.mail.aol.com> 


For those looking for good (NIB) 6HF5 tubes, watch Electric Radio, Antique 
Radio Classified and the Yellow Sheets for the name J. Arndt in classified 
tube ads. I bought 10 and they all checked great. 

About the Swan 400 CW offset problem, I suspect, as one of the responses 
said, the 400 was designed for SSB, with little thought for CW. I suspect 
there is no answer. 

Great rig though. Mine puts out 250+ watts into my Windom. 

Still looking for 8236 tubes for my Hallicrafters SR500. 

By the way, the SR400 does have RIT, so ofsetting for CW isn't a problem. 
Ron WOOIZ ARONGV@aol.com 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: spr@earthlink.net (Scott Robinson) 

Subject: 7027s 

Message-ID: <v01530501aed08af3592b@[153.34.196.130]> 


Folks, 


I acquired some movie theater amps last year that use 7027 output tubes. 
At least as used in this design, they are the antithesis of consumer 5791 
usage. 


The lowest output power specified in the RCA tube manual for these is about 
35W. This amp makes a solid 25W, heavily into class AB1, and is designed 
to run 12 hours a day in revenue-generating service. Nearly all the 7027s 
in the 30-odd amplifiers I received were good! 


There probably is nothing wrong with 7591s that cooler running conditions 
wouldn't solve. FYI, the Scott amplifier and receiver (no, I 'm nota 
golden-eared type, but my name is x**Scott*x** and the amp cost $20, the 
receiver was free) make 357W per channel, as I recall. Maybe ol' Herman 
Hosmer ran ‘em cooler; all the tubes were good in both units. 


None of this is to gainsay Hank's remarks about their usual operating 
conditions. We could then lead into how 1950s RCA TV sets threated their 
horizonatal output tubes (6 month average life...) but that would be of 
topic, wouldnt it? 


And BTW...does anyone want to buy some good, used 7027s? I've been selling 
the amps to clear out room (space, definitely the final frontier in my 


house) but mostly they have gone as substrates for new amp designs and 
hence without tubes. 


This posting is NOT intended to create a long, off-topic string about audio 
amp design. Those wishing to discuss this with me, please email me 
directly. LIkewise those needing 7027s.... 


Regards, 


Scott Robinson 
spr@earthlink.net 
"Wait'll he puts on his stereo headphones..." 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: "David L. Thompson" <thompson@mindspring.com> 
Subject: Add SSB to almost any VFO/Exciter 

Message-ID: <199612090439.EAA43048@mule1.mindspring.com> 


Gang, 


There have been several discussions about SSB adaptors and hooking them up 
to AM/CW transmitters like the DX-100, Valiant, Ranger etal. The SSB 
adaptors (transmitting) include 51SB and SB-10 phasing type and the Viking 
filter type. 


I pulled out pictures of my rigs in 1958, 1959, and 1961. I added equipment 
as I (and my Dad) 

could afford it and in late 1959 we got an SB-10 Heathkit. We built it and 
got Frank W5DYJ (a master builder now in Gretna, LA) to go over it and 
correct our errors. We built an outboard regulated PS ,too from a set of 
suggestions the Heath staff send along with the kit. Since we did not have 
a commercial VFO/Exciter we used the excellent transmitter W5DYJ had traded 
us for my DX-35/VF-1/WRL Universal modulator about 15 months earlier. This 
rig had separate 6C4 Doublers and triplers for each band 80 to 10, a 5763 
driver and a 6146 final. The VFO was a temperature compensated design that 
had proven very stable and the National dial was well marked and accurate 
(we used the BC-221 and Lampkin 105B to keep it that way). The transmitter 
also had a small variac control that let us vary power from almost nil to 80 
watts input. 


Frank suggested that we not try to modify the transmitter (built like a 
battle ship..a good boat anchor term), but rather tune up the transmitter on 
the band then reduce power to nealy nil and run the Rf thru the SB-10. 

Under this method we tested the SB-10 out between Christmas and New years 


1959-60 and worked a VO2 in Labrador on 15 and WANPT in Norfolk on 20. We 
got (with 10WPEP) the same reading at WANPT as another local ham running the 
Gonset GSB100! 


The SB-10 was carefully added to the old 4-400A amp used for AM and CW. SSB 
was AB1 which meant grid voltage (not watts of drive) to get 800QW PEP on 75 
or 20. Many two tone tests 

were run until we were ready to put it on the air. Driver-SB-10-4-400A amp 
worked great for 6 years when I replaced the driver/SB-10 with an Eldico 
SSB-100 and a BIG swamping network. 

Except for the SB-10's poor other SSB rejection this was an easy way to put 
out a SSB signal. 

Key I think is a very stable VFO and a solid exciter. 


I almost got a Collins 310B-3 from Ron Follmar this year and was going to 
try this with another SB-10 or the 51SB which is paired with my BW 5100B. 
That 310B-3 is ideal as we know the Collins VFO is stable (and accurate). 

I tried the SB-10 with the Elmac A-54H, but the Elmac is not stable enough 
so am hooking up my W3PHL super modulator with it (blew the Transformer and 
just now have a replacement) as the A-54H is kinda weak on the audio even 
with the D-104 or Shure 444. 


Got a SSb adaptor laying around...try this method and don't tear apart that 
AM/CW transmitter! 


73, Dave K4I3RB 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: Fire Bottle archive handler <firebotl@jackatak.theporch.com> 
Subject: ADMINISTRIVIA: *LOCAL* mailer problems 

Message-ID: <9612081824.aa28651@jackatak.theporch. com> 


Gang- 


Yesterday, someone's concern with being absent for a few hours pushed 
me over the edge and made me request that folks develop a life off the 
BA list... 


Today, I was peacefully enjoying the day, doing chores around the 
house, and when I read the list, I am caught up short by this pair of 
posts.... 


The first seems a "bit out of place" in that there really isn't any 
"Mission Critical" nor pressing need that would xrequirex a public 
notice to 600 people around the world when it snows in New Hampshire. 


I went to college there, and ya know what? EVERY year it snows... some 
years a whole bunch more than other years, and there is nothing about 
a power outage or major snowstorm that is funny, nor is it critical to 
the BA list! 


If you should lose a huge pile of email.... live with it, and keep it 
to yourself, please.... None of the rest of the folks who read the 
list can do very much about it.... 


And second, PLEASE keep the private email OFF the list.... No one on 
the list really cares if someone hasn't answered you in what you may 
think is a "reasonable" time... you may not even have the ability to 


know if your mail was delivered, and that TOO is of no concern nor is 
it appropriate for the list... 


The message that began this: 


> Major snow storm damage in Southern NH. Utility Co says maybe up to 4 
> days to fix it all. 


forgets that the Weather Channel covers these events rather well, and 
those who are concerned can use other methods... 


> Meanwhile Im on a generator but lost over 120 msgs when it ran out of 
> gas. 
NO relevance to boatanchors... 


And then a rather singularly aimed missive, that should indeed have 

been private email: 

> I sent you an e-mail several days ago after you posted an message where 
> you said you had a lot of Millen stuff. I'm looking for a 16520A single 
> gang variable cap, 350 pf. Got one? Thanks for looking! 


PLEASE, folks.... Be a little more considerate of the list resources: 

that includes the time and energy of the other 600+ who read the 

postings each day... as well as the list server and list manager... ;%) 

Thanks in advance... 

73 

Jack, W4KH/Mobile (75M SSB 2-letter WAS 4#41657/#1789 -- both all mobile! ;%) 
- - - BoatAnchor Mailing List Archiver/Owner - - - 

firebotl@jackatak.theporch.com aie listown@jackatak.theporch.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: wade@mpu.com 


Subject: BA Haunts in San Diego? 
Message-ID: <199612082033 .MAA23753@mach1.s-cc.com> 


Well gang, 


I get to spend most of next week in San Diego. Any suggestions 
for places to drop into with a BA flavor? 


(For those in Northern CA, I'll see about bringing some sunshine 
back with me :) 


Thanks, 
Dennis 


Dennis L. Wade 
KG6Z1I 
Carmichael, CA 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: "Edward J. Zeranski" <ejz@nosc.mil> 

Subject: BC-AR-229 serial#5848?? 

Message-ID: <2.2.32.19961208224006.0149b040@marlin.nosc.mil> 


I found this beastie in a box of junk at a non ham swap. The case is 
plain aluminum and in excellent shape. A tuning chart is present as are the 
tubes but no plug-in coil unit. Tubes are VT-49 4ea, VT-37, and VT-38. The 
dial has a 0-100 logging scale that looks like the ARC-5 dials. Connections 
for the spline drive for the remote box are still wrapped in a green cloth 
preservative tape. Manufacturer was Western Electric, looks early WWII. This 
radio isn't in my area of interest but snagged it because of the condition 
and in case it would fit with someone elses collection/heap. Any info about, 
experience with, or need for this orphan??? 


Ed Zeranski ejz@marlin.nosc.mil, work 
ezeran@cris.com home 
Wooden Boats, Tube Receivers, Rusty Old Trucks, The Good Stuff! 


This is a private opinion or statement and is nobody's fault but mine. No 
person,employer,or govt.should try to take credit for it! 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: Cal Eustaquio N6KYR <ceustaqu@dot.w6bhz.calpoly.edu> 

Subject: Continuing 32V saga 

Message-ID: <Pine.SUN.3.91.961208182416 .6266A-100000@dot.w6bhz.calpoly.edu> 


Hi folks: 

Last night, I reinstalled all the xfmrs and chokes that needed repaining. 
Needless to say, the innards look much cleaner and brighter than those 
rust spots that use to plague its insides. Additionally, I installed the 
NEW Dakaware knobs. Looks outstanding next to the rebuilt front panel. I 
also installed new 6S6 indicator lights (which was had at my local ACE 
hardware store). I also placed an order to Antique Electronic Supply for 
an OB2 regulator and 6SN7 tube missing (found bad) in my 32V. While I was 
at it, I purchase another copy of Ray Moore's Rx book to replace the one 
I sold several months back to a neophyte BA'er buddy o' mine (you lucked 
out, Dave). Also ordered was the all important can of DeOxit. Every friend 
that came over to visit got a "tour" of my BA shack and a blow-by-blow 
tale of my 32V restoration. Results look dramatic when you take a look 

at the old photo compared to the restored unit. Now the xmtr is just 
"itching" to have the 1.v. caps reformed/checked, the h.v section tested, 
and the xmtr aligned. Not to count my chickens before they hatch but I 
hope to check into the West Coast AM net sometime late in December to 
herald the reactivation of Collins 32V2 xmtr serial #1776 (a patriotic 
serial I might add). Keep up the restorations. Cal. 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: arc5@ix.netcom.com (David Stinson ) 

Subject: Dec. 7th on 3579.8 KC 

Message-ID: <199612080810.AAA13859@dfw-ix8.ix.netcom.com> 


I was there with the SCR-287 (BC-375/BC-348/PE-73) 
and worked Rich WD6FDD and Paul N6EV. TI had 

a little antenna trouble towards the end and 

also had my slightly drifty TU-6 tuning 

drawer installed, but all in all the old girl 

did just fine. I got "you have a little chirp" 
reports from all over...heh heh, 

to which I usually reply: "1928 RIG OM THEY DO THAT." 
All those ultra-stable synthie rigs really 

did was take the "music" out of CW. Hmph! 


Didn't hear you guys, Ray, or I sure would have 
given you a call. 


73 DE Dave AB5S 
arc5@ix.netcom.com 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: tomrice@netcom.com (Tom R. Rice) 
Subject: Dec. 7th: "Yoop-yoop" 


Message-ID: <199612090210.SAA17029@netcom23.netcom. com> 


Forwarded message: 
> I got "you have a little chirp" 
> reports from all over...heh heh, 


I just want to express my thanks and deepest appreciation 
for the efforts of those courageous souls who lit up the 
80-meter BA freq on the evening of December 7. 


I've never before had so much fun sharpening my meager 

CW copying skills. Many times I simply couldn't stop laughing 
at the "chirpy" (and worse: all calls omitted to protect 

the guilty) signals. In fact, I missed "Mission Impossible" 
on the satellite because this was much more fun. 


You may be sure that my Hartley construction program will 
be accelerated. If I'd known I could have signals like 
those, I'd have done it much sooner! 


Keep it up, folks; the world needs us....... 


73 de WB6BYH 
"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 
tomrice@netcom.com 
CIS: 71160,1122 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: Cal Eustaquio N6KYR <ceustaqu@dot.w6bhz.calpoly.edu> 

Subject: Re: Dec. 7th: "Yoop-yoop" 

Message-ID: <Pine.SUN.3.91.961208183356.6266B-100000@dot.w6bhz.calpoly.edu> 


Tom: 

I concur with your sentiments! Reminds me off when I activated a vintage 
station using a Knight T-60 and a Hammarlund HQ-150. I had to grind this 
xtal from 5900 kcs to about 7025. Took me about an hour to grind it to 
that level. Imagine the delight of the other ops upon hearing my slightly 
chirpy T-60 and HQ when I flipped the antenna and stby-op switch and sent 
back my station description. Hmmm, the keyer I was using was a non-BA AEA 
Morse Machine. I really liked that setup and loathed to have sold it all 
away. But not to be outdone, I hope to have at least a 40m dipole up and 
have my SX-100/Ranger 2 combo ready for action next Straight Key Night. 
73's all. Cal, N6KYR. 


"Airborne--All the Way" 


"Armor--On the Way" 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Sandy W5TVW <ebjr@worldnet.att.net> 

Subject: Re: Dec. 7th: "Yoop-yoop" 

Message-ID: <19961209032755.AAB18398@LOCALNAME> 


At 02:16 AM 12/9/96 +0000, you wrote: 
>Forwarded message: 

>> I got "you have a little chirp" 

>> reports from all over...heh heh, 


I just want to express my thanks and deepest appreciation 
for the efforts of those courageous souls who lit up the 
80-meter BA freq on the evening of December 7. 


I've never before had so much fun sharpening my meager 

CW copying skills. Many times I simply couldn't stop laughing 
at the "chirpy" (and worse: all calls omitted to protect 

the guilty) signals. In fact, I missed "Mission Impossible" 
on the satellite because this was much more fun. 


You may be sure that my Hartley construction program will 
be accelerated. If I'd known I could have signals like 
those, I'd have done it much sooner! 


Keep it up, folks; the world needs us....... 


73 de WB6BYH 


VV VV VV VV VV VV VV VV VV OV 


My heart was broken last night! I had the Hartley primed and ready 
for the AWA event and the BA net. Unfortunately, my local power company's 
equipment decided 
during the day Saturday to start up its terrible din. My noise level on 80 
meters is 5-10 db. over S9! I will be out of commission until they fix it, 
or it decides to go away! At this very moment, it's getting colder and it 
has abated! That doesn't compensate for missing last night's fun! 

73, 

E. V. Sandy Blaize, W5TVW 

"Boat Anchors collected, restored, repaired, traded and used!" 

417 Ridgewood Drive, 

Metairie, LA., 70001 

ebjr@worldnet.att.net 

*xLooking for: ELMAC PMR-7/PMR-12, Hallicrafters SR-75, 860 tubesxx 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Eugene Rippen <soundval@foothill.net> 

Subject: Re: Dec.'s Dallas Sidewalk Sale 

Message-ID: <32AA31B7.133A@foothill.net> 


Grant wrote: 


> I happened to be in one of the Dallas area antique malls earilier 

> today. Spotted an S-38A. Cabinet was in decent condition, but 

> someone had replaced all of the knobs with modern Radio Shack variety 
> stuff (aaaaargh!). Asking price? Oh -- a cool, $150 ...yipes. 

> Pass :-) 

> Grant/NQ5T 


I am in the antique business, and I will guarantee that the prices for 
radio and phono gear in antique shops is no standard to go by. 


Most antique dealers will not deal in radio and phono gear unless they 
also have experience in repairing, and therefore have some knowledge in 
general of the values. (I learned not to deal in clocks, since I don't 
repair them.) 


Your sighting of the "$150 S38A" in Dallas was probably the beginning of 
the learning process for that antique dealer. I just placed a very nice 
S38D at my shop with a 1 year guarantee for $55.00. 


On the otherhand, antique shops for the same reason, ignorance of the 
subject matter, are often good places to buy BA's. For every antique 
dealer that knows BA's, there are probably 400-500 who do not. 


Gene 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: "Allan Fritsche" <fritsche@msn.com> 

Subject: Drift in the HQ series. 

Message-ID: <UPMAILO3 .199612090015230768@msn.com> 


Hi Gang, was going to remain silent for at least one nite, BUT..Saw someone 
wondering about drift on the HQ-170/180, etc. I also saw 

Hank's reply and another gentlemans reply about a substance called 
Stabiliant 22, I belive that was from Joe Edie. 

Now from what I know, and Iam no expert, if all parts in the 6c4 section 

are working properly and you have good regulation. (That was my problem) 

I find it hard to beleive that some chemical could change that. My band 
switch was cleaned many times with De-oxit and with fixing the OA2 socket my 
drift on the HQ-170A-vhf is about 2 kc in 30 minutes. After that it still 


wanders a little but not much. 

Mike Knudsen had an idea away back that we should try to run the screens 
regulated to. I think that might give a little more stability to these 

old rigs if anything.. So regulated plate of the 6c4 and the screens of the 
6be6's. 

Not a bad idea for the experimenter. 


Just don't underdstand about the miracle drift cure on the bandswitch, Joe? 


Have Fun 
fritsche@msn.com 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Mike Flicinski <k2uxe@ibm.net> 

Subject: DX-35 Restoration (almost) 

Message-ID: <32AA5C8A.1164@ibm.net> 


Well, I completed the DX-35 restoration. My goal was to re-create my 
original DX-35 and I did... right down to its weakness, the power supply! 


Last week, I completed one DX-35 out of four that I obtained using only 
original parts to make ONE as original as possible. As I was building it, 
bench tests showed a consistent 50W output into a dummy and things 
progressed nicely. I had just one power transformer out of the four that 
I got, and one unmodified front panel, one working meter. 


I got 1.5 QSOs out of it when the power transformer let go. The HV 
secondary shorted to ground internally. Back to the drawing board. 


I was determined to put it back on the air but until I find an original 
transformer I wanted to make all power supply changes to accomodate a 
different transformer completely reversible. I had on hand a TV 
transformer with the necessary two 6.3 filament windings and a 250V 
untapped secondary. I worked out an adapter platform to mount it in the 
original holes and provide a solid way to route the leads under the 
chassis. It's completely reversible. No extra holes. 


To obtain the 600 V DC I used a voltage doubler circuit with 2-1N4007s 
and made one minor change in the function switch, instead of grounding 
the center tap of the original power transformer HV secondary, that 
switch now opens and closes the HV AC return lead to the rectifiers. 
Works like a champ. B+ is right at 600 V under load. Nice. I added a 
second set of identical series filter caps and resistors to complete the 
voltage doubler network. 


One added benefit... it runs almost cold! I had forgotten how much of the 


heat in our boatanchors comes from the power supply!! (I may never change 
back to the original 5U4 - it sits dark in its assigned spot) 


See you on 3579! 

Mike K2UXE 

From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: "William B. Ross" <billross@txdirect.net> 
Subject: Re: DX-35 Restoration (almost) 


Message-ID: <32AAEFB6. 70AC@txdirect.net> 


Mike Flicinski wrote: 


> 

> Well, I completed the DX-35 restoration. My goal was to re-create my 

> original DX-35 and I did... right down to its weakness, the power > supply! 

DH 2m int UNE we Sy 

> One added benefit... it runs almost cold! I had forgotten how much of > the heat 


in our boatanchors comes from the power supply!! (I may never > change back to the 
original 5U4 - it sits dark in its assigned spot) 


Case in point, Mike. The reason they no longer make the DX-35 is 
because they improved it with the DX-40. Age does not a classic make and 
just having tubes does not make what I refer to as a boatanchor. At the 
time this gear was manufactured, we frequently had to work hard just to 
keep it on the air. While I agree that there were technicians and there 
were butchers, there were few pieces of gear that came from the 
manufacturer that were perfect. Many weren't even close. Ask those 
still trying to keep a Johnson Invader on the air. Or keep the carrier 
out of their Swans. 


No, I'm not suggesting that everyone replace their 5U4s with diodes but 
I do encourage the modification of old equipment to eliminate its known 
and well documented weaknesses. What good is a boatachor if it won't 
hold water. (You can figure that one out) 


So, if you're going to use that fabulous old DX-35, leave that 5U4 dark 
forever. If, on the other hand, you like trophies, return it to its 
original poorly designed and useless state and put it in your trophy 
cabinet. 


Bill Ross K5LLK 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Eugene Rippen <soundval@foothill.net> 
Subject: FS, 7360/811/866A 


Message-ID: <32AA3FE6.1057@foothill.net> 
These are from a friend, but they are tested and I will guarantee: 


(1) 7360 NEW $25 
(4) 811A's RCA NEW $18 each 
(20) 866A's USED TESTED $4 each 


Eugene Rippen, 105 Donnington, Auburn, CA 95603 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "D.D. Todd" <dube3@n-link. com> 

Subject: FT: Piper Radio 

Message-ID: <32AA766C.6DE8@n-1link.com> 


Have a Piper PTR-1 "Coffee-Grinder" VHF transceiver to trade. 

Transmitter has 26 crystal-controlled channels from 118.1 to 122.9 Mc and 
receiver is crank-tuned from 108 to 128 Mc. It was made either by or 

for the Piper Aircraft Corp. No cover and no mike, but works. Looking 
for a working G-76 with AC power supply. 

73, 

Dube Todd K4DWW dube3@n-link.com 


Tell yourself NO now and then; it's good for you. 
From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Eugene Rippen <soundval@foothill.net> 
Subject: GALAXY 300/ Console FS 
Message-ID: <32AA3720.6B14@foothill.net> 
For sale, a real collector's item: 
I have a Galaxy 300 with the matching PSA-300 Console. 
To refresh memories: Transceiver for 20/40/80M SSB and CW. (2) 
sweep tube output. Console has PS, Digital Clock and Speaker. 
The two gold front cases match in size. 
I checked out the receiver, it seems to work good. I did not 
check the transmitter. I do not have the manuals, I'm not even sure where 
the Mic plugs. Flipping the transmit switch quickly did nothing, but then 


I don't know if anthing was supposed to happen. The faces of these are 
9+, The cases are 8. The chassis of the transceiver has an area of about 


4 square inches with some rust. They appear to be complete and 
unmodified. I have never seen any of these in better looking condition. 


I'm asking $250 plus PACKING and shipping. I would of course prefer UPU 
if possible. 


Gene 


Eugene Rippen, 105 Donnington, Auburn, CA 95603 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 

From: wj5j@juno.com (John D Hensley) 

Subject: Galaxy FFR-230-6 Oven Controlled Selectable Channel Receiver 
Message-ID: <19961207 .203243.5143.3.wj]5j@juno.com> 


Good evening Boatanchorites, 


I may have available a fairly rare Galaxy FFR-230-6 
selectable six channel oven controlled HF receiver. 
The main frame is roughly 7 1/4" in height by 

rack mount width. Uses three ovens for the 

six channels and one for the master oscillator. 
Designed for fixed HF service such as WWV, 

W1AW, RTTY broadcast, amtor broadcast, etc. 

The receiver works fine and mil-spec in construction. 


If anyone would be interested in this I am open to 
trade offers. Inquiries via private post please. 


Also I have three rackmount adaptors for the 
Drake 7 (Seven) series. Email for details. 
Best Regards and Happy Holidays to all ! 


Doug WJ5J) < wj5j @ juno.com > 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: stever@cybercomm.net (Stephan Rashkin) 

Subject: GC Q-Dope question 

Message-ID: <199612082338.SAA31363@raven.cybercomm.net> 


Happy Holidays All, 


I went to use some of my GC Q-Dope for a BA project and 


I found the 2 half bottles I have are starting to thicken up.. 

Is there something I can thin them down with and not cause 
contamination so it loses its properties? There is no 

discoloration and I wonder if acetone do anything positive? 

If there is no fix to save the remainder, then who carries the stuff? 
I bought it years ago and the place is long gone..Does GC sell direct, 
and do they have a catalog? If so anyone have a telephone #? 


Seasons Greetings 73, 
Steve, WA2NHZ 
KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKEKKKKKKKKKKKKKKKKKKKKEKK 


Steve Rashkin, WA2NHZ 
Howell, New Jersey 07731 


E-mail: stever@raven.cybercom.com 


KKKKKKKKKKKKKKKKKKKKKKEKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: John Kolb <jlkolb@cts.com> 

Subject: Re: GC Q-Dope question 

Message-ID: <Pine.SC0O.3.91.961208162444 .6552C-100000@sd.cts.com> 


On Sun, 8 Dec 1996, Stephan Rashkin wrote: 
> I went to use some of my GC Q-Dope for a BA project and 


> I found the 2 half bottles I have are starting to thicken up.. 
> Is there something I can thin them down with and not cause 


The proper thinner to use is .. <drum roll> "Polystytrene Q-Dope 
Thinner" 
GC # 10-4104 formerly 41-4 


John 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: KWDouglas@aol.com 
Subject: Re: Getter getting query 


Message-ID: <961208100443_1752519853@emout14.mail.aol.com> 
Conard asked: 


>This 6L6 looked like it had been abused in a guitar amp, but I tried 
>it out as the final in my 7AC special. Sure enough, a blue glow 
>appeared between the tube elements and the power output was 

>down about 25%..... Now I get the nice blue glow on the glass 
>bottle surface that we all know and love. The question is this .... 
>do getters absorb well enough at room temperature..... 


I can't answer the question. But, early in my ham career I thought 
that pretty blue glow signified an EXTRA well performing tube. This 
notion was derived from the operation of a old dynamotor powered 
Motorola ex-police transmitter/receiver "coffin" set that had been 
converted to 52.525 Mc. It had a single 807 final and was rated at 
30 W output. 


The previous master of this behemoth was a genius tinkerer and 

had "souped up" the transmitter to get 45 W output. With every 

squeeze of the mike PTT the poor 807 would light up the cramped 

space alloted for the transmitter with a blue glow (after the dynamotor 
got wound up and dimmed the Corvair's headlights, of course). 


The radio was retired after about 8 years and that 807 was still 
nudging the Bird wattmeter up to 45 watts and still brightly glowing. 
It took me through a sunspot peak and worked both coasts from 
Indiana, MOBILE. Go figure. 


And speaking of dynamotors.... (This was related to me by some of 

the old timers of the Indiana State Police from the very early 50's). 
In the days of 6 cylinder Chevy patrol cars with 6 volt systems, keying 
the higher power (60 W) transmitters would cut their top speed by 

3 to 5 miles per hour. This was from the heavy load added to the 
generator trying to make up for the "plates being sucked out of the 
battery" by the 60 to 80 amp dynamotor starting current. 


Kent, K9JCR 
KwWDouglas@aol.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: billo@nti.net (Bill Wilson) 

Subject: Globe Scout model 65 for sale... 

Message-ID: <19961208175916881 .AAA181@LOCALNAME> 


I have an old model 65 Globe Scout AM/CW crystal controlled transmitter for 


sale. 


Cosmetics/Electical condition; Clean with original layer of dust, the upper 
front left of the panel has a paint smear. Case in in good shape except 
for mark left by a long gone piece of tape on the top. The only mod I 
could find is someone added a TR relay with another SO0-239 added to the 
rear. The meter support housing is broken and needs repair. I put ina 75 
meter crystal and got 30 watts out on a MFJ meter into dummy load on AM, 
clean AM signal with ample modulation observed on monitor rx. No manual. 


Asking $75 plus shipping, 26 pounds...if this seems too high make reasonable 
offer. I have to make shelf space for newly aqquired SX-28A/speaker. 


Thanks, 


Bill 
ACALC 
Jacksonville, Al. 36265 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "David M. Nance" <dmnance@roanoke. infi.net> 
Subject: Greensboro, NC Hamfest 

Message-ID: <32AB018E.920@roanoke. infi.net> 


I had to cancel out going to the Greensboro hamfest at the last minute 
due to illness. Did anyone in the group attend? If so, what was the 
Boatanchor situation? Did I miss anything? 


Thanks, 


Dave - WB4SSE 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 

From: berg stephen erik <z931086@corn.cso.niu.edu> 

Subject: GSB-100 Info Needed 

Message-ID: <Pine.3.89.9612081439 .A9914-0100000@corn.cso.niu.edu> 


Hi there, 


I took a few minutes away from the studies today and pulled the GSB-100 
out of its cabinet. I bought it a few years ago, and set it on the shelf 
once I discovered that it blew fuses. Now, I am thinking of using it with 
the Swan TV-2 transverter on 2 meters, and thought I'd have a look. My 
first thought was that the power transformer was shot. It does not read 
shorted as near as my multimeter can determine. Instead, it looks like 


somebody decided to partially recap the poor thing with a sort of dead-bug 
kludge. I never looked into the GSB-100 I had in the radiant bloom of my 
youth, so I'm not sure how the power supply filter caps were set up. It 
looks like there was an insulated tubular electrolytic mounted on a clip 
from the back panel, underneath the chassis. This was in series with 
another can type electrolytic that has the can grounded. There is a 
center tapped power resistor across both of these caps. This is on the 
600 volt line. This whole arrangement is not clear in my manual since 
there are no pictures of the unit in it. This would seem to follow the 
schematic. Can anyone here on the list give me some pointers. I want to 
put it back together stock, and want to find out before I pull out the 
haywired mess that is in there now. The unit is cosmetically very good, 
and I think that it will be a whole lot easier to get functioning than my 
CE 100V. 


73, 
Steve WA9IJML 


Z931086@corn.cso.niu.edu 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Eugene Rippen <soundval@foothill.net> 

Subject: Heath VF-1 FS 

Message-ID: <32AA3EA7.1FBA@foothill.net> 


Got a Heathkit VF-1. It is untested - it does not have the plug to plug 
into the back of a transmitter. The inside looks complete. It is 
original in appearance. I give it's appearance in general a 7 ona 10 
scale. How about $25 plus shipping. (It's light) 


Eugene Rippen, 105 Donnington, Auburn, CA 95603. 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: john <johnmb@pop.mindspring.com> 

Subject: HV Wire 

Message-ID: <199612081440.0AA100056@muleO.mindspring.com> 


There was a thread here some time ago regarding sources for HV 
wire... 
Poking through the C&H Sales catalog (213)-681-2628 I found the following: 


HIGH VOLTAGE CABLE 
16 Gauge silver plated stranded wire. Has white silicon insulation with 


white outer fiberglass braid. outside diameter of wire and braid is 9/32 
nominal. 
20 Ft/12.50$ 


Have no idea if this is useful or not! 
This is a neat catalog full of all manner of odd stuff, from stepper motors, 
to lasers, soleniods, chains, blowers and miscellaneous NOS junque... 


John Brewer AMI #24 

WB50AU/4 Clayton NC 

Always looking for Lysco, and other 

lesser known commercial ham gear 
from the 30s-60s. 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: ARONGV@aol.com 

Subject: Inexpensive 6HF5 & Needs 

Message-ID: <961208213650_1752607163@emout07.mail.aol.com> 


To Merv and others needing inexpensive 6HF5 tubes (NIB). 

My contact is Jeff Arndt, 1215 Division St. Manitowoc, WI 

54220; (414) 684-8830. 

He was selling them for $8.50. Has price list. 

Can anyone help me locate a source for 8236 type tubes? Desperately need two 
pairs at least. 

Ron ARONGV@aol.com 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "Dave Kelley" <aa7tq@primenet.com> 

Subject: KWM-2 ALC Problems 

Message-ID: <199612081422 .HAA19256@primenet. com> 


Greetings all... 


I'm having problems with the ALC levels on my KWM-2. The manual says the 
voltage should be about -1.8v. Mine is around -5v. I've tried a couple 
6BN8's at V17, including one that works fine in my friend's KWM-2, with no 
improvement. All the components around V17 test OK. Anyone have any ideas 
on 

where to look for the problem? In "Lock" I can get full power out, about 
125+W on 40M, but of course the ALC is disabled in Tune and Lock. It works 
just fine otherwise. Any suggestions on where to look next will be greatly 


appreciated. Email would probably be best so as not to clog the list. 


73 


Dave, AI7R 
http: //www.tempe.gov/radio 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: w2ec@VNET.IBM.COM 

Subject: RE: KWM-2 ALC Problems 

Message-ID: <199612082253 .QAA08317@uro.theporch. com> 


>I'm having problems with the ALC levels on my KWM-2. The manual says the 
>voltage should be about -1.8v. Mine is around -5v. I've tried a couple 

De teres snip ..... 

>appreciated. Email would probably be best so as not to clog the list. 


I don't think answers to technical questions like this would be considered 
"clogging the list". The whole idea of technical questions and answers is to 
help everyone. Now responses to WTB/FS appends should rightly go private 
e-mail. But let's keep the technical discussion here, since others may 
benefit and actually reduce congestion on the list by providing answers to 
questions that otherwise might get reposted later. 


In other words, I'd like to know about KWM-2 ALC problems/solutions also!! 


73, Ray W2EC 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

Subject: Larry's Fifth Day of Christmas Giveaway 

Message-ID: <1.5.4.16.19961208182658 .378f£c984@pop. pipeline. com> 


Good evening BA, glowbug and VSS fans: 

It's time for "Larry's fifth day of 

Christmas," part five of a 12 part giveaway between now and Christmas. 
Tonight I'm posting this to "glowbugs" and "VSS," as well as BA 
because some of this junk, (errr, *Great Stuffx) might come in 

handy to my QRP builder, and vintage sand-state friends too. 


So without further ado... 

Welcome to Larry's "Fifth Day of Christmas" free stuff giveaway. 
Tonight for your perusal, the following items are available 

free to good BA, VSS, or glowbugs homes. You get to pay the shipping. 


Lot One: 

New EBY ceramic HC-6U crystal sockets. Perfect for that glowbug or restoration 
project. 

I still have some of these, one or two per request while they last. 


Lot Two: 

Stack of nice silk screened LM-317 (TO-3) varible output 

power supply PCB's. With the right parts and a heat sink good for 
up to 5 amps DC. Great for power supply builders, or regulated DC 
on your firebottle filiments. About 2.5 X 2.9 inches, everything 

but the transformer goes on the board. These are raw PCB's only, 

(no components on board.) While they last. 

(I still have a stack of these folks, lets move em out! :-) 


Lot Three: 

Some assorted crystal sockets for *OLD* crystals. These are quite a 
bit larger than the FT-243 type. Not sure what the holder would be 
called. 


Lot Four: (only new item tonight) 

One each old headphone set, needs tender loving care. 
Western Electric type TTS-3 (509). 

Complete, W/connector, no mods, might be "correct" for 
vintage set half as old as the rockies! I have no idea what 
these match, but if you own it, I expect you will... 


Thats going to do it for now, Keep your eyes open for parts 
Six to twelve as we march towards the Christmas season... 
Hey, it sure beats throwing this stuff out! <grin> 


Winners will be determined by: 
1) Tell me why you need/want them, points awarded for: 
a) Repairing or building a firebottle, or VSS rig. 
b) Needing them to complete a project. 
c) Looking for someone your "Elmer-ing" 
d) For old manuals/documents owning the radio or whatever. 
e) *Making up an outrageous story of what you will use them for. :-) 
* For item "d" the taller and more unbelievable the better... 
Storys about Murphy, bad luck, Area 51, or how Murphy escaping 
from Area 51 is bad luck, are always good for extra points. 


2) Bonus points to anyone who has sent me a manual, helped 
me find a part, or provided advice, (good or bad, it's the effort that 
counts. :-) or sold me something at a reasonable price. 


3) Double bonus points to anyone who has posted thoughtful technical 
comments to one of the lists recently. I'm not that thoughtful 
a person myself, but I learn a lot from reading... :-) 


Winners will be determined any darn way I feel like. 
Judges decision is final. (Although open to bribes :-) 


-Larry 


dF Larry's Home for Wayward Test Equipment & Old Radios (tm) 
# Let your equipment retire in sunny central Florida. 

# Intensive Care, Private Bench Space, Frequent Use, 

d## Factory trained HP, Tek. & Fluke Surgeon on staff. 

d## Good Home Guaranteed or double your junk back! 

d# lrware@pipeline.com, - Orlando, Florida - 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Bob Marsh <bmarsh@hicom.net> 

Subject: Life is Good 

Message-ID: <32AB57FA.65CD@hicom.net> 


Hi everyone, 


Well after struggling, cursing, throwing things against the wall 
(nothing important, though) and generally being frustrated, I finally 
got my HW-16 on the air. This afternoon I worked Bry/AF4K and then 
Don/VE9XX on 3579. What a rush! 


The rig still needs some work, but it seems ok to put on the air. I 
still have to replace the 15k PWR LVL pot, but that's gonna mean 
removing the front panel. (it sits 1/4" away from L-11 and won't come 
out otherwise. 


Now for a question. The sidetone on this baby is absolutely horrible 
and way too loud. I know nothing can be done about the tone, but I'd 
rather not listen to it if I don't have to. I replaced the 500k R-63 
with a 1 meg resistor per Heathkit, but I'd like to know if I can use a 
higher value to bring the level down a LOT more. Has anyone done this, 
and what value resistor would you recommend? I could just play with it, 
but the foil on that PC board looks a little shaky. Any advice would be 
greatly appreciated. 


Thanks to everyone who provided advice/encouragement/whatever. Now all 
I have to do is finish up the SB-301/401 pair. 


73 de Bob/KB2SGM 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: dvorkin@pcs.mot.com (Vlad Dvorkin) 

Subject: Looking for old CQ issues 

Message-ID: <199612081542 .KAAQ6236@iron65.pcs.mot.com> 


Hello, 


I am looking for the following CQ issues: 
August 1980, December 1980, May 1981 and August 1981. 
May consider complete sets for 1980 and 1981. 


Always looking for German WWII communication equipment. 


Vlad 
KB9OLM 
ex. UA3ACR 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Robert Fowle <hammarlund@jacksonmi.com> 

Subject: looking for Shure mic... 

Message-ID: <32AB4E1A.7EB6@jacksonmi. com> 


Hi All; 
want to find Shure model 444-T. this is the one with 
mic gain preamp built in. 
will trade 2 shure model 450 desk mic's for it.. 
Happy Holidays to All 


Robert Fowle KC8DBC 

1215 Winifred 

Jackson, Mich. 49202-1946 

Ph. 517-789-6721 

E-mail: hammarlund@jacksonmi.com 

Web Page: http://www. jacksonmi.com/hammarlund 


NOW. ..with BOATANCHORS CHAT! (MUST be Java compatable) 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: kmih@juno.com 

Subject: Lost Mail 

Message-ID: <19961208.155124.7311.0.km1h@juno. com> 


Major snow storm damage in Southern NH. Utility Co says maybe up to 4 


days to fix it all. 


Meanwhile Im on a generator but lost over 120 msgs when it ran out of 
gas. If anyone sent me a question or a reply please resend. I know enough 
now to save and exit before replying! 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Dan Martin <dmartin@visuallink. com> 

Subject: Re: Lost Mail 

Message-ID: <32AB5379.77ED@visuallink.com> 


kmL1h@juno.com wrote: 


> 

> Major snow storm damage in Southern NH. Utility Co says maybe up to 4 

> days to fix it all. 

> 

> Meanwhile Im on a generator but lost over 120 msgs when it ran out of 

> gas. If anyone sent me a question or a reply please resend. I know enough 
> now to save and exit before replying! 

> 

STINK oa duete aed beak Carl 

Hi, Carl. 


I sent you an e-mail several days ago after you posted an message where 
you said you had a lot of Millen stuff. I'm looking for a 16520A single 
gang variable cap, 350 pf. Got one? Thanks for looking! 


73 

Dan 

WB4GRA 
Winchester, VA 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Rudy Salomon <rhs@pacbell.net> 

Subject: Manuals F.S. 

Message-ID: <32AA558E.DDB@pacbell.net> 


Hi all! 
Decided to make a little room on my bookshelf by getting rid of the 


manuals I no longer need. So, of course, that I can fill the space with 
manuals that I DO need. To that end, the following manuals are for sale: 


1. TM 11-289 RT-66/67/68 GRC maint. manual 1953 $5 
2. TM 11-5821-225-50 and TM 11-5821-225-24 depot and 


org. maint. manuals for ARC-27/27A/55/55B $25 
3. TM 11-242 SCR-300A (BC-1000) manual. 1945 date 

with changes C1, C2 & C3 (5 1/2 X 8 1/2") $15 
4. TM 11-5820-767-12 URC-68 operator & org. maint. $5 
5. TM 11-5820-474-14 (Repro.) GRC-109 $10 
6. HP 608D sig. generator, copy, schematics ok 

photos lousy $7 


7. Eveready Battery Manual, Aplications Engeneering Data 

752 pages in 8 1/2 X 5 1/2" spiral bound data 

on batteries from 1.25V to 510V including 

Alkaline, Lead Acid, Mercury, Ni Cd, Carbon Zinc 

and Silver Oxide. $20 
8. RCA Receiving Tube Manual, 11/66 date $7 
9. Duracell Battery Data Guide 1981 

Engineering data on Mercury, Alkaline, Silver Oxide, 

Lithium Sulfur Dioxide, Lithium Manganese Dioxide 


and Lithium Solid Electrolyte batteries. 106 pages $5 
10 Eveready Battery Engeneering Data 1982 

data on Ni Cd batteries, 149 pages $5 
11 Tektonix Type CA preamp, original manual, excelent 

Gold print on green simmulated leather $12 
12 Tektronix RM15 scope (good repro) $10 
13 Tektronix Type 317 scope, original, cover torn $10 
14 "BASIC TV" by Bernard Grob 1954 hardback 660 pages $10 
15 ARRL "SSB FOR THE RADIO AMATEUR" 1970, tube proj. $5 
16 3M VLT-340 Voice Logging Transcriber Service Man. $10 


17 3M Mincom Series 120A Instrumentation Recorder 
Service Manual 
(This is a civillian vers. of AN/TNH-25, Reel to Reel 
used for many years by NSA sites with R-390A) $25 


The above manual prices do not include shipping which for most, except 
for a few of the heavier ones, would be $3 max in CONUS. 


Regards, Rudy Salomon, KD6NRQ 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Rudy Salomon <rhs@pacbell.net> 

Subject: Re: Manuals F.S. 

Message-ID: <32AB2DD1.1CE7@pacbell.net> 


Rudy Salomon wrote: 
> 
> Hi all! 


Decided to make a little room on my bookshelf by getting rid of the 
manuals I no longer need. So, of course, that I can fill the space with 
manuals that I DO need. To that end, the following manuals are for sale: 


1. TM 11-289 RT-66/67/68 GRC maint. manual 1953 $5 
7. Eveready Battery Manual, Aplications Engeneering Data 

752 pages in 8 1/2 X 5 1/2" spiral bound data 

on batteries from 1.25V to 510V including 

Alkaline, Lead Acid, Mercury, Ni Cd, Carbon Zinc 

and Silver Oxide. $20 
9. Duracell Battery Data Guide 1981 

Engineering data on Mercury, Alkaline, Silver Oxide, 

Lithium Sulfur Dioxide, Lithium Manganese Dioxide 


and Lithium Solid Electrolyte batteries. 106 pages $5 
10 Eveready Battery Engeneering Data 1982 

data on Ni Cd batteries, 149 pages $5 
11 Tektonix Type CA preamp, original manual, excelent 

Gold print on green simmulated leather $12 
12 Tektronix RM15 scope (good repro) $10 
13 Tektronix Type 317 scope, original, cover torn $10 
16 3M VLT-340 Voice Logging Transcriber Service Man. $10 


17 3M Mincom Series 120A Instrumentation Recorder 
Service Manual 
(This is a civillian vers. of AN/TNH-25, Reel to Reel 
used for many years by NSA sites with R-390A) $25 


The above manual prices do not include shipping which for most, except 
for a few of the heavier ones, would be $3 max in CONUS. 


VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV 


I wish to thank everyone for the tremendous response to my post on the 
manuals for sale. The above listed manuals are what is presently 
available, unless someone changes their mind. 


I have had more than one person request the same manual in several 
instances. So, to be fair, like others on this list have done in the 
past, I chose the earliest time stamped request to determine who got the 
manual in case of multiple requests. 


73 de - KD6NRQ 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: joelutz@juno.com (Joseph W Lutz) 

Subject: Manuals Needed 

Message-ID: <19961208.022010.2838.0.JOELUTZ@juno.com> 


Hi Gang, 


Trying to get some sort of priority list on gear to check and put 
on line, and need the following manuals: 


Heathkit HW16 

EFJ Valiant - (My original looks like it came through 
one of the many typhoons in the South Pacific). I would really like to 
get this one back operational, and don't want to until it check it 
completely. I rebuilt it (i.e., replaced the complete wiring harness in 
it after the power transformer went in 79 while in the P.I. Decided to 
take the rig down to the chassis and replaced all caps with newer (at 
the time) mylar, etc. I built it in 61 while up stationed in Marietta 
Washington). I picked it up at my mother's at Arizona where she has had 
it 'stored' for me since leaving the P.I. in 80. Still looks great, but 
don't want to ‘just throw the switch'. 


I will of course pay the cost for any copying and the shipping. Thanks. 
73 de JOE 


QWCA - NCVA - SOWP - FISTS 
Gordonsville, Va 22942 (Orange County) 
WTB: EFJ Adventurer, Hallicrafter HT32 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Larry Godek <AZCOT@gnn.com> 

Subject: Mesa Coll. Swapmeet 

Message-ID: <199612081604.LAA27333@mail-e2b.gnn.com> 


Great turnout at the Mesa Community College swapmeet yesterday. 

I'd say probably 1K in attendance at a minimum and lots of stuff to 
choose from. Lots and Lots of BA stuff. I didn't get to check 
anything out in particular as I was selling stuff as well and had 
to tend to things although I did take off on occasion and look 
around. 


Saw a pair of Multi-Elmac A-54H transmitters, one with a power 
supply. $40 for that one. Not bad shape either, both complete and 
not beat up. A rare S-76 with speaker, nice shape both 
cosmetically and electrically according to the owner. Couple of 
100V tx units that just really sparkled. Think they both sold. No 
SX-88's though. There was at least one PRO-310 by Hammarlund, Lots 
of Drake T-4X/R4-B combinations. A beautifully redone Globe Chief 
90a for $125. Nice round emblem 30L-1 for $500 which didn't sell. 


I know the owner and would testify for this one as to condition and 
operability if anyone is interested. Just lots of BA gear there 
and I didn't have enough money to buy it. Also numerous S-38's for 
a variety of prices. Only 3 peices of command set gear and all 
three had been modified considerably. A nice clean Viking 
Pacemaker and a Valiant along with a Ranger. $250 for anyone of 
them. Lots of Heathkit SB-220 amps wrapped up in plastic. Almost 
looked like new. Hallicrafters SX-100 and next to me was a 
SP-600-JX-17. Real beauty. $350 and said it worked great. 


Meet lasted till around noon. Started to get hot (almost 75 deg.) 
so went home to work in the yard, in the shade of course. 


Larry Godek WOOGH 
AZCOT@gnn.com 


Gilbert, AZ. 85233 


Ex-W6KQL, W8BPV, DL5LS, KOTAO, KN6TUP 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

Subject: meter needed 

Message-ID: <Pine.ULT.3.95.961208183004 .15169A-100000@admin. aurora. edu> 


I am looking for a small (2 inch dia max) analog meter to add to a 
power supply I have that is unmetered. I can use most any movement 
that has a linear scale with a 3, 5, or 15 at full scale (the supply 
is 15V max out. I can use a low current ma or ua meter or an actual 
voltmeter. Have other meters to swap, if desired, for example I have 
some RF ammeters that would go great on that favorite transmitter 
output. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: john <johnmb@pop.mindspring.com> 

Subject: Mica-mistake! 

Message-ID: <199612081845.SAA78682@muleO0.mindspring.com> 


...Make that rectfier a type 83! 
/John 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 

From: "Ray L. Mote" <rmote@rain.org> 

Subject: Missed BA netmembers, but had fun anyway! 

Message-ID: <Pine.SUN.3.95.961207214200 .13630A-100000@coyote.rain.org> 


Got together today with Steve Smith, WB6TNL <sigcom@juno.com> who is a 
new BA listmember, plus Fred Raper (no license, but "walking 
encyclopedia" on MIL BA airborne gear). Fred brought his AN/ARC-5 
display station (1 TX, 2 RX setup) with spare TXs & RXs. I dragged out 
the 0.S.S. SSTR-1, and we got started. 


AN/ARC-5: loaded beautifully into its dummy load, but didn't like my 
antennas, even with the series cap on the antenna relay. :-( Tried 
both 40 and 80 TXs, (including my own 40m T-22/ARC-5 which loaded 
*xreallyx well into the dummy), but no go. Phooey! Tried calling on 
80 and 40 anyway under Steve's call and mine, but no go. All we could 
hear was (1) Humongous noise from HV power lines half a mile away when 
the dew began falling and (2) Some folks calling "CQ TP" (telephone 
pioneers?). We were hearing sixes, sevens, and a few fives but not 
much else. 


SSTR-1: Power supply turned out to be okay. Problem was bad power 
cable on the SSR-1-G receiver right where it ran under the clamp on the 
front panel, just before going thru the grommet into the RX. Couldn't 
even shorten it as the rubber had gone old and was fragmenting. 
Junkbox yielded a very slightly thicker 4-wire shielded cable that 
Steve installed in a jiffy. Also found that DeOxit was needed on the 
loktal socket for the 707 converter. Then determined that the BFO 
injection is low -- FB on weak sigs, lousy on strong ones. But man oh 
man does it ever have gain! We never got past the power supply & RX 
before both the 40 and 80 meter sked times were past. Fred and Steve 
had to head for home before the second round, so that was that. 


Lessons Learned: Think next time we'll head up to a repeater site with 
no HV lines near, and plenty of AC power (both of them work in 2-way 
repair). Ought to make it easier to string long wires, etc., as well. 


Just for the heck of it, I pulled the top cover plate on my 40m ARC-5 
before plugging it in. Good thing I did, as it still had the original 
packing paper around the 1625's. Would have made a lovely blaze! Also 
ended up having to use DeOxit on the pivots, etc. for the roller 
inductor which seized up almost immediately. 


Fred had also brought along the Bendix key (looks like Navy -26003A) 
used on Howard Hughes' aircraft that had been on the round-the-world 
record flight back in 1937. That's the key we used on CW. 


Hmmm... mebbe we ought to consider getting the SSTR-1 running FB, then 
lighting it off on the xfifthx of June? 


73..... Ray Mote, K5FKT <rmote@rain.org> Oxnard, CA 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 

From: Jeffrey Herman <jherman@hawaii.edu> 

Subject: Re: Motorola Vibrasenders 

Message-ID: <Pine.GS0O.3.93.961207193012 .18783B-100000@uhunix3> 


Who was selling the Motorola Vibrasenders? I'm VERY interested. 
My T-1251-A uses such devices. 
Jef£ KH2PZ 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

Subject: National NC-120 part needed 

Message-ID: <1.5.4.16.19961208182656 .378fea02@pop. pipeline. com> 


Good Evening firebottle fans: 

I need the little top cover from the 1st RF amp to complete 

my National NC-120. 

The same cover is used in the RAO-X series radios. This is the 
metal top piece for the shielding cage around the 1st RF amp. 
It's held on by two studs mounted to the shield, and has two 
little nuts that hold it down. 


I would be very grateful if anyone with a junker or parts radio 
would take a look and see if you have one of these to Spare. 

If you find one, drop me a line and let me know what I owe you 
for it... 


Thanks in advance, 
-Larry Ware 


dF Larry's Home for Wayward Test Equipment & Old Radios (tm) 


# Let your equipment retire in sunny central Florida. 
# Intensive Care, Private Bench Space, Frequent Use, 
d## Factory trained HP, Tek. & Fluke Surgeon on staff. 
d## Good Home Guaranteed or double your junk back! 

# lrware@pipeline.com, - Orlando, Florida - 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Gordon Smith <wpe9ijx@holli.com> 

Subject: nc303 filter cap 

Message-ID: <199612081826.NAA29257@walnut.holli.com> 


I have finally started my winter project. The NC303 I bought back 
in the springtime was finally given a chance to show me what it 
thinks of the 1990's. All the lights came on, and the S meter 
started moving a little. A couple of feet of wire on the antenna 
terminal produced readable signals on 160 from the east coast (I'm 
in Indiana). Not too bad. The first real problem is that the 
audio is loaded with hum. I guess the filter caps are a little too 
old to take care of business. The cap is a four-section can. 

It has three 40 mfd, 250 wvdce sections, and a 20 mfd, 250 wvdc 
section. The can is about 1 1/4 inches in diameter. Does anyone 
know a good source for such a cap? 


While I'm on the subject, I guess I could present a wish-list for 
this receiver (it is close to Christmas, and I've been a good boy). 
The receiver has two "mode" knobs. I'd like to find a "band" knob. 
I might consider adding one of the two national calibrators if the 
price was right. Are they available at all? 


One of the previous owners added two phono jacks on the back panel. 
I'll have to pull the unit out of the case, and see where these go. 
Are there any warnings you can tell me about so I don't damage 
anything when I try to remove it from the case? 


Thanks for any hints and tips you can offer to help me bring this 
old-timer back to being a productive member of my radio shack. 
WAYSLU WPE9TIX 1983 Honda GL650 Silverwing 
Regards from the "Silicon Flood Plain" (tm) of Kokomo, In. 
(home of Delco Electronics and the "Steer and the Stump" ..... 
ask me if you want more info :) ) 
wpe9ijx@holli.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: J P Taillebois <jpti@idirect.com> 
Subject: Need military info 


Message-ID: <199612081630.LAA29121@nemesis.idirect.com> 


Hi, 
I have found 3 radios which are military issue. 
I have not seen the radios and would like to know more abt them before 
driving long distance. 
they are: R-1004 txmtr 
R-174/urr xrevr 
R-1155 rcevr 


Does any one have any ideas of what these radios are? 
as usual thank you in advance. 


73 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Larry Godek <AZCOT@gnn.com> 

Subject: Re: Need military info 

Message-ID: <199612081755 .MAA31726@mail-e2b.gnn.com> 


I think those all relate to the BC-779 only with a different 
moniker. Bob Fowle will probably or Richard Sorsby give you more 
pertinant details. Depending on the freq range, as there were 
several different ranges available may also reflect the exact 
relative of the "779" or typically called, one of the "Superpro" 
models from the Sp-200, 210, 400 etc in name and range. 


>Date: Sun, 8 Dec 1996 10:32:28 -0600 (CST) 

>From: J P Taillebois <jpti@idirect.com> 

>Sender: boatanchors@theporch.com 

>To: Multiple recipients of list <boatanchors@theporch.com> 
>Subject: Need military info 

> 

> Hi, 

>I have found 3 radios which are military issue. 

>I have not seen the radios and would like to know more abt them 
before 

>driving long distance. 

>they are: R-1004 txmtr 


> R-174/urr xrevr 
> R-1155 revr 
> 


>Does any one have any ideas of what these radios are? 


> 
>as usual thank you in advance. 
> 

>73 

> 

Larry Godek WOOGH 
AZCOT@gnn.com 


Gilbert, AZ. 85233 


Ex-W6KQL, W8BPV, DL5LS, KOTAO, KN6TUP 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 

From: jproc@bellglobal.com 

Subject: Re: Need military info 

Message-ID: <Chameleon.4.01.2.961208175718.jproc@jproc.bellglobal.com> 


>>they are: R-1004 txmtr 


>> R-174/urr xrevr 
>> R-1155 revr 
>> 


>>Does any one have any ideas of what these radios are? 


I forgot to cc the group on my response. The R-1155 was a general coverage 
receiver used aboard the famous Lancaster bomber among one application that 
I am aware of. 


Regards, 

Jerry Proc VE3FAB 

E-mail: jproc@bellglobal.com 
Radio Restoration Volunteer 
HMCS Haida Naval Museum 
Toronto, Ontario 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Tom Norris <badger@telalink.net> 

Subject: Re: Need military info 

Message-ID: <3.0.1.32.19961208201151.0069d308@telalink.net> 


At 05:03 PM 12/8/96 -0600, Jerry Proc wrote: 

> 

> 

> 

>>>they are: R-1004 txmtr 

>>> R-174/urr xrevr 

>>> R-1155 rcevr 

>>> 

>>>Does any one have any ideas of what these radios are? 

> 

>I forgot to cc the group on my response. The R-1155 was a general coverage 
>receiver used aboard the famous Lancaster bomber among one application that 
>I am aware of. 

> 


And the R-174 is the receiver section of the GRR-5/URR set, 
and of course, the R-1004 is the GRC-109 receiver.... 


KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK AKER KKK 
Tom Norris KA4RKT 
badger@telalink.net Nashville, Tennessee, USA 
Eagles may soar free and proud, but weasels 
never get sucked into jet engines. 
KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KAKA KK IK 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: ARONGV@aol.com 

Subject: Need Tubes & Rig 

Message-ID: <961208013235_808193184@emout12.mail.aol.com> 


Working on two Hallicrafters SR-500 units. Need final tubes: 8236. Also 
looking for a nice SR-400. 
Ron ARONGV@Aol.com 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Tim Richardson <tim@america.net> 

Subject: Re: New Miracle BA cleaner???? 

Message-ID: <2.2.32.19961208023326.006c3368@pop.america.net> 


At 01:49 AM 12/7/96 -0600, Tom Norris KA4RKT wrote: 

>Found a new item at our local industrial supply house today. 
>The name is "3M Citrus Base Industrial Cleaner" 

<SNIP> 


>cleaners, this stuff has no petroleum products. The only ingredients 
>seem to be "d-limonene" (citrus oil?) and un-named non-ionic surfactants. 


I have used a similar product manufactured by Coors called Bio-T Max that 
has the same ingredient. We have used this product at work for several years 
now and find it to be an excellent degreaser and cleaner. We purchase it in 
gallon jugs and follow the directions for diluting with water. This is a 
very important step. The concentrated liquid can remove some types of paint 
and can damage some types of plastic. (The plastic valves in spray bottles 
will swell and quit working after a few days if used to spray the 
concentrated liquid.) It is very good at removing adhesives from various 
types of tapes and labels. 


Remember to dilute with water according to the label directions. I would 
recommend that anyone using a product of this type test it on an 
inconspicuous spot first! 


Tim Richardson, WB4HZT, Acworth, GA <tim@america.net> 
"Those who cannot remember the past are condemned to relive it."-Santayana 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Morris Odell <morriso@vifp.monash.edu.au> 
Subject: Re: New Miracle BA cleaner???? 

Message-ID: <32AB7462.693A@vifp.monash.edu.au> 


Hi all, 


Vv 


> Found a new item at our local industrial supply house today. 
> > The name is "3M Citrus Base Industrial Cleaner" 


> > Great cleaner-degreaser, and seems to be easy on paint 
> 
> Based on my experience, a citrus-based cleaner could be mighty strong. 


> About two years ago my wife spilled orange juice on our answering machine. 
<snip> 


> orange juice had literally eaten away several pins on the custom surface 
> mount IC. I was astounded at just how much damage the orange juice acid had 
> done. The pins were totally dissolved at the IC body. 


As I understand it there are 2 different substances involved here. 
Orange juice contains citric acid (as well as other organic acids such 
as Vitamin C) and is quite a corrosive substance as a result. The 
aforementioned acids are often added to the juice to "fortify" it in 


some way thus making it even more corrosive. As a result it will attack 
metals in the same way as other acids (including the acetic acid 
liberated from some types of silicone sealants). 


Citrus cleansers on the other hand use citrus oil which is extracted 
from orange peel etc which is a waste product from fruit juice 
manufacture. I don't know how acidic or corrosive this stuff is (Barry?) 
but it certainly has an excellent reputation as a cleaning agent. I 
would expect it to behave in a similar way to some other solvents and 
should therefore only used on plastic after a small test area has been 
tried. Commercial citrus cleansers have other substances such as 
detergents added to the citrus oil which may affect the way it reacts 
with various substances of interest to us as anchorites. 


My $0.02 worth 


Morris VK3DOC 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 

From: Nathalie Guibert <nguibert@mail.accent.net> 

Subject: R1155 Info. 

Message-ID: <1.5.4.16.19800103195739.1dd7d740@mail.accent.net> 


Jean Paul 
The R1155 is a Brithish Marconi aircraft receiver used with the 
T1154, mainly in WW2 bombers such as the Lancaster- There should 
be another letter after R1155, this letter identifies the frequency 
range- These receivers where used to listen to Germans ground 
fighthers controllers, as soon as the freqency was identified, 
the wireless op. would tune the tranmiter and use a mic. in the 
engine nacelle to jam that freqency, later they relocated the mic. 
on the dynamoter as it was less hard on the carbone mic. 
Note that they where mainly used for air-air and ground-air-ground 
and navigation as they fed a Right-Left indicator seen in the middle 
of the Lancaster flight panel. 
Give me the full ident. of the nameplate- Get only green gear, so 
many have been butchered with internal power supplies. 
A bientot 


Andre 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: gcr2@po.CWRU.Edu (George C. Rybicki) 
Subject: R390/392 xtals needed 


Message-ID: <199612082014.PAA12342@piglet.INS.CWRU.Edu> 


My R392 restoration is coming along nicely. I need only a few more xtals 
to finish the job. The xtals I need are 7,9,10,12,14 mhz, I think they 
are HC-6 type. Anyone got some laying around. tnx George 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Morris Odell <morriso@vifp.monash.edu.au> 
Subject: Re: Radio Interference 

Message-ID: <32AB721D.32EC@vifp.monash.edu.au> 


Hi fellow Anchorites,, 
mknudsen@lucent.com wrote: 


Bobbi makes a good point about the monitor scan rates 
(these are around 60 Hz and 30 KC these days, and their harmonics 
go forever just like the good old TV 15.75 KC). 


Let me add that microcomputer clock speeds, while already mostly 
above our 30 MC limit, have lots of sidebands due to digital 
"modulation." That is, within the circuitry, there are branches of 
the clock that are constantly being gated on and off at irregular 
rates. Effectively being 100% AM'ed with signals of a few MHz. 


VV VV VV VV VV 


This is by no means a trivial problem. I have been battling digital 
interference for a long time, in fact it was just this that introduced 
me to the pleasures of mechanical teleprinters for HF RTTY. I have tried 
just about every method that has been mentioned here to try and control 
interference but the panadaptor still shows plenty of spurs in the HF 
spectrum. 


Conductive paints are pretty limited IMHO as they do not in themselves 
deal with hash getting out along conductors. There are a variety of 
ferrite devices available ranging from toroids and beads to substantial 
split blocks that can be assembled around cables. These are of some help 
at higher frequencies but do not help much if the digital circuitry 
produces low prf pulses such as those found in PABX or keystation 
telephone systems. These are the worst offenders in my experience as the 
phone cabling acts as a wonderful antenna to radiate the hash produced 
by the central controller. Someone mentioned that interference is best 
controlled at the source but unfortunately this is not always possible. 


The best solution that has been mentioned here is to have the receiving 
antenna as far from the source of noise as possible and use a shielded 
lead-in cable. 


My own best solution is to wait till the rest of the family are asleep 
and turn off the phone system! 


Morris VK3DOC 


Morris Odell Victorian Institute of Forensic Medicine 
Forensic Physician 57-83 Kavanagh St, Southbank 3006 
morriso@vifp.monash.edu.au Victoria, 

Australia 


Web page: http://www.vifp.monash.edu.au/CFM/staff/mo. html 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: tpl.dsc@discnet.com 

Subject: Re.: Re: Motorola Vibrasenders 

Message-ID: <9612081449 .AA98423@sfm.discnet.com> 


Hi Jeff and all, I was not the one who sent the original message, but I 
have four mounted in the control head. 977.2, 524.8, 346.7, and 645.7 
cycles. Let me know if you can use them. I also have the Motorola speaker. 


Tom N9IDVT 


Who was selling the Motorola Vibrasenders? I'm VERY interested. 
My T-1251-A uses such devices. 
Jef£ KH2PZ 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: wb6zwc@ns.net 

Subject: repair of a $40 pot 

Message-ID: <199612080334.TAA06394@eagle.ns.net> 


A 25K 4 watt pot has failed. It has been disassembled, cleaned and re 
assembled. Seemed to be ok. 


Failed again. Has low resistance to case. Reopened pot. 
The failure is through the phenolic that lines the circumference inside the 


case. Mallory used silver plated contacts for the "out leads" that are 
held tightly between the phenolic surface and the wound resistance. 


Migration has taken place causing the phenolic to exhibit a metalized 
surface. The surface is soft and scraping has allowed several 
thousands of "darkened" material to be removed. The case is visible in 
one area. 


Work in progress: Solution is to apply three thin layers of "polystyrene 
Q-dope" to the affected area. The polystyrene will cure to a hard-high 
dielectric coating on the phenolic. 


Reassemble pot and go on to other problems! TI hope. 


Richard@Sacramento 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Tom Norris <badger@telalink.net> 

Subject: Scanned schematic for SP600 series???? 

Message-ID: <3.0.1.32.19961208222710.006a7d04@telalink.net> 


Looking for those of you that may have scanned 
schematics for your various military gear. Specifically 
am looking for a diagram for the SP600(BC-274A), 
selfishly because I have one on its way via UPS. 
(actually it will go up on the Mil List web page) 

I will get the manual, I believe with it, but won't have 
access to a scanner for a couple weeks. 


Otherwise, I need diagrams for the Military Equipment 

List web page. Bill has included some, I have found 

a couple myself, but the more the merrier. Scanned 

pictures out of the manuals of the various gear would 

be great. Just trying to get the Mil List "gussied up" a bit..... 
Will probably post a "call for manual pics" at some later date. 
I need to go through what I have, which is darned little and 
scan it for the MilList. Ultimately would like at least a pic of 
each major piece of gear on the list for ID purposes. 


Just one of those "round tuit" projects that I should do some 
day. 


Thanks! ! 


KKK KKK KKK KKK KKK KKK KKK KKK KK KKK KKK KK KKK KKK KKK KEKE KAKI K 
Tom Norris KA4RKT 
badger@telalink.net Nashville, Tennessee, USA 
Eagles may soar free and proud, but weasels 
never get sucked into jet engines. 
KKK KKK KKK KKK KKK KK KKK KKK KKK KKK KKK KKK KKK KKK KK IK 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Dennis Gibbs <dgibbs@rational.com> 

Subject: SP-600 VLF version 

Message-ID: <Q1BBE4FA.46D769EQ@photo. rational .com> 


Greetings all, 


I may have the opportunity to purchase an SP-600 VLF version. Does 
anyone out there have one of these? What is the market price range 
for one of these, and does anyone have any comments on its use/operation? 


Respond to me directly. If there is a lot of interest I will summarize for the 
list. 


Dennis Gibbs 
dgibbs@rational.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 

From: jproc@bellglobal.com 

Subject: RE: SP-600 VLF version 

Message-ID: <Chameleon.4.01.2.961208113837.jproc@jproc.bellglobal.com> 


Dennis, 


We have a BA store here locally that carries the SP600 VLF version 
occassionally. Price is $Cdn 195. In US funds, that's about 37% less. That 
should help to ‘ballpark’ the price. 


Regards, 


Jerry Proc VE3FAB 
E-mail: jproc@bellglobal.com 
Radio Restoration Volunteer 


HMCS Haida Naval Museum 
Toronto, Ontario 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Robert Nickels <ranickel@mwci.net> 

Subject: Speaker Re-Coning summary 

Message-ID: <32AA2736.16EE@mwci.net> 


For the benefit of anyone who may look for speaker reconing services in 
the future, 

here is a list of the sources that I received from list members. YMMV 
and no endorsements! 


Grandpa Radio 
Kitchener, Ontario 
519-576-2570 

Ask for George 


Freeman Tuell Speaker Repair Service 
Dallas, Texas 
(214) 324-1132. 


SRS Enterprises 

1839 N Circle Drive 
Colorado Springs, CO 80909 
(719) 475-2545 


Creative Acoustics 
Raleigh, NC 


Jackson Speaker Service 
217 Crestbrook Drive 
Jackson, MI 49203 
517-789-6400 


SCAVENGER SOUND INC 
Baltimore MD 
(301) 6361951 


73, Bob WIRAN 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 


From: ARONGV@aol.com 
Subject: Swan 400 Alignment 
Message-ID: <961208150814_1786105290@emout16.mail.aol.com> 


On CW my Swan 400 transmits at zero beat, instead of being offset. Read the 
manual, checked the schematic and still can't find way to move offset for CW. 
Found a cheap source for its 6HF5 finals ($8.50 NIB). 

First few times I called CQ on CW, thought no one came back. Then a friend 
called on phone and asked why i wasn't responding to calls. That's when I 
discovered my problem. 

Any ideas??? 

Ron, ARONGV@Aol.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: "William B. Ross" <billross@txdirect.net> 
Subject: Re: Swan 400 Alignment 

Message-ID: <32AB2787.41A7@txdirect.net> 


Ron: 

As I remember, the Swan 400 was designed to operate at carrier freq. 
In the CW mode it simply bypasses the filter and sends the carrier 
direct to the next stage. The secret is to use the receiver offset 
(RIT) to listen a few hundred cycles off the frequency. 


Bill K5LLK 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "Jim Berry" <basalop@eskimo.com> 

Subject: SX-88 Question 

Message-ID: <199612080625.WAA13668@mail.eskimo.com> 


Hello BA Fans, 


I made a comment in a letter that I sent to a buddy about what a 
SX-88 is worth. He made a comment that he used the military version 
of the thing when he was in the service. Got me scratching. Was 
there a military version? He also commented he new where one of 
those military versions were. Any info would be appreciated. 


73 Jim K7SLI 


Jim Berry K7SLI. QTH: Marysville, Wa (Near Seattle) 
Email: basalop@eskimo.com FAX: 360-659-1360 

Ham Digital: K7SLI @ K7SLI.#NWWA.WA.USA.NA 

Snail Mail: 5318 142nd PL NE Marysville, Wa 98271 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Dennis Gibbs <dgibbs@rational .com> 

Subject: Technical Materials Corp SBS-1 Sideband Selector 
Message-ID: <Q1BBE4FA.23CFD2CO@photo. rational .com> 


Greetings everyone, 


Does anyone out there have a TMC model SBS-1 Sideband Selector? I just acquired 
one of these. I had never seen one of these before and am curious if anyone else 
out there either has one or has heard of them. I'm trying to establish how common 
these units were and the applications in which they were used. 


This unit is kind of a cross between a CV-591A and a CV-157! It has 31 tubes in 
it, and is capable of USB, LSB, ISB, CW, or AM operation. It also has selectable 
IF Bandwidths for all three modes. It has three different AGC speeds. It is also 
forced-air cooled via a 5 inch fan mounted on the rear panel. Vintage is around 
1963. It takes an IF input of 455KC, so I have been using it with my R390As. 
Interestingly, in the same acquisition I also have a TMC SBS-2, which is basically 
the same unit with a 1750KC IF. 


Anyone out there have one of these, or have you heard of one? 


Dennis Gibbs 
dgibbs@rational.com 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Dgnova@aol.com 

Subject: tourmaline 

Message-ID: <961208075609_2050725158@emout03.mail.aol.com> 


If my memory serves me corectly, I believe that tourmaline was used in place 
of quartz crystals to control frequency. This was during the 1930s. I believe 
the germans were most active in this area 

Philip McCoy dgnova@aol.com 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Joe Eide <jeide@eau.net> 

Subject: Re: Wandering HQ-180A 

Message-ID: <32AB2403.1F2B@eau.net> 


scotgray wrote: 


> > The "A" has the osc and mixer filaments on all the time. Good Idea. But I'm 


still expereincing a drift up about 300-500 Hz then back. If I 

leave the set on for days at a time, it gets a little better and only a 
> little. Drift on the higher bands is more pronounced, but consistent. 
> Thanks in advance! 

> Scott KD6CQ 


I'm sure that this subject will stimulate a lot of input. The HQ series 
seem to have presented us with this challenge. I have a beautiful HQ-170 
which drifted badly. My final solution was to clean the bandswitch and 
then apply an expensive chemical called Stabilant 22. This is a product 
which claims to become a good conductor when placed in an electric field. 
The solution was dramatic. The HQ-170 still has some drift but is now a 
pleasure to operate. Initially I think that it would drift several kcs 
at warm up for the first hour! 


73 .. Joe - KBIR 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: vancleef@netcom.com (Henry van Cleef) 

Subject: Re: Wandering HQ-180A 

Message-ID: <199612082048 .NAA29799@netcom10.netcom. com> 


As scotgray discourses 


The "A" has the osc and mixer filaments on all the time. Good Idea. But 
I'm still expereincing a drift up about 300-500 Hz then back. If I leave 
the set on for days at a time, it gets a little better and only a 
little. Drift on the higher bands is more pronounced, but consistent. 
Anxiously awaiting 10 to show more sparks of life for AM work. 


Over the years and long life of the 6C4 based oscillator in the later HQ 
series receiver, has anyone ever come up with anything to improve the 
stability of these sets? Putting a small 15- 25 watt lamp inside may 
help and I may try that first. Any experience w/ replacing the OA2 with 
a zener diode? Other voltage regulation methods? Changes in line voltage 
does have a effect. 


HV VV VV VV VV VV VV VV 


don't see any reason why the Hammarlund oscillators should be any 
more drifty than anyone else's. Chasing oscillator drift in a 40-50 
year old radio is a nuisance. Generally, I expect the LO to be 5-10% 
high on turn-on-from-cold, and to settle down after about 15 minutes, 
and remain rock solid after 30 minutes. The RME-45, which was totally 
rebuilt, and has a VR tube, is much better than this, using a 7S7 
oscillator-mixer and a tuned grid oscillator. Next to it, for 


entertainment, sits a Pilot AF-860 tuner (no audio power output 
leaning on the power supply) with a 6U8 oscillator-mixer. I think the 
FM oscillator is a Hartley. It has no VR tube, but is rock solid on 
FM after 15 minutes. While FM has some leeway, this set has a tuning 
meter, so you can see drift. The S-36A, which has a 955 tuned plate 
oscillator and VR tube was the same way. 


Trouble-shooting. First place to start is to put another oscillator 

tube in the socket and see if that changes/fixes things. 6BE6, 6C4, 

6U8, 955, and 9002 are notorious for giving trouble here. Some other 
areas to look at: 


1. The blocking capacitor in the oscillator grid circuit. This should 
be an NPO ceramic. Fifties-and-later radios generally had these 
installed already, but if it's older, it probably has a postage stamp 
mica. 


2. Oscillator grid leak resistor. If the set has any signs of 
"resistor rot," replace this resistor. I have checked the Mouser 
metal film jobs on a Boonton RX bridge, and they are resistive (no 
reactive component) out beyond 150 Mhz., so they'll work here. 


3. Dirty tuning circuit components. If the tuning cap, bandswitch, 
and coils, are not squeaky clean, you've got leakage paths. On the 
RME-45 and S-36A, I took the coil boxes apart, and cleaned up each 
component, then reassembled. While I didn't plan it as "cleanup," I 
had to melt the old Q dope off the high frequency coils and rewind 
them, then redope them using GC coil dope reduced 50% with lacquer 
thinner. The bandswitch sections got cleaned after having dosed them 
with Deoxit, which seems to have been adequate cleaning to begin 
with. 


4. Leaky oscillator padders. The RME-45 had two (out of five) of 
these, and the set would not align properly as a result. 


I'll mention tuning capacitor filth, particularly for sets that do not 
have covers on the tuning cap. The solution here is to remove the cap 
from the set and dunk it for 24 hours in a soap solution (liquid 
dishwashing detergent and water). Rinse thoroughly with hot water, 
and allow to dry for a day. Oil the ball bearing with a drop of motor 
oil. I've been amazed at the results from this. The soap solution 
always ends up with a film of dirt that settles out on the container, 
and you can see the difference, even on a cap that "didn't look that 
dirty." Don't use an electrolyte solution (ammonia, citric acid, etc) 
as these caps are full of different metals and you'll end up 
electroplating different cap parts with metal stolen from other cap 
parts. 


I don't see any reason to replace an existing VR tube with zeners or 
anything else. The tubes work quite well, and replacements are 
readily available. 


One design issue affecting oscillator stability is heat. Take a good 
look at power supply bleeders, including the VR tube series resistor, 
and make sure they are dumping their heat as far away from the coil 
box and oscillator as you can get them. 


Hank van Cleef 
E-mail vancleef@netcom.com or vancleef@tmn.com 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Joe Eide <jeide@eau.net> 

Subject: Re: Wandering HQ-180A 

Message-ID: <32AB9847.3DAD@eau.net> 


Dave Hutchison wrote: 


Hi Joe: 


> 
> 
> 
> Where do you get this "Stabilant 22" stuff??? 
> 
> 73's 

> 

> 


Dave Hutchison KW9U 


The company that produces Stabilant 22 and Stabilant 22A is D.W. 
Electrochemicals, LTD., 9005 Leslie St., Unit 106, Richmond Hill, 
Ontario L4B 1G7 (416-889-1522) 


I bought a 15 ml bottle from Klaus Radio in Lasalle, IL. In 1993 I paid 
$73 for the 15ml Stabilant 22 kit (concentrate). The 22A is cheaper 
(about $24 last time I checked) and is not in concentrated form. I 
prefer to use the concentrate and apply it with a tooth pick or the like. 
The non concentrate has a carrier that evaporates, but I feel is not an 
accurate method of application and probably wastes the product. 


It is very expensive and 15ml is similar in size to a bottle of nail 
polish. In the concentrated form a drop or two will go a long way. I 
clean the control, apply one drop, work the control back and forth, apply 


one more drop. 


I 


have a few friends in the BA hobby who also use it and are happy with 


its performance. 


T3433 


Joe Eide - KBIR 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: scotgray <scotgray@cwnet.com> 

Subject: Wandering HQ-180A- SOLVED! 

Message-ID: <32AA3929.422B@cwnet.com> 


VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV OV VOW 


wrote: 


Finally put together my "ultimate" station: Hammarlund HQ-180AC and 
Johnson Ranger. MANY thanks to the input on cosmetic and electrical 
restoration of the Ranger! Its a beauty! Sparkles all around 
cosmetically and electrically. Excellent reports on CW. Changed some cap 
values in the Audio chain, but haven't had it on 'phone yet. 40 is the 
best band here, but haven't got a antenna up yet. Might try 7290 this 
afternoon. 


"Now the Wandering HQ180A". Had a '180 some years back, and it exibited 
the same, also a '170 and my ‘160 too. 


D-R-I-F-T Age old question I'm sure. All the HQ's were and are a bit 
"drifty". Never as bad as the HQ-170 at my old high school (thats 
another story). SSB/CW. AM, I just open the passband and sit back and 
relax (its still drifting). Sounds nice tho! 


The "A" has the osc and mixer filaments on all the time. Good Idea. But 
I'm still expereincing a drift up about 300-500 Hz then back. If I leave 
the set on for days at a time, it gets a little better and only a 
little. Drift on the higher bands is more pronounced, but consistent. 
Anxiously awaiting 10 to show more sparks of life for AM work. 


Over the years and long life of the 6C4 based oscillator in the later HQ 
series receiver, has anyone ever come up with anything to improve the 
stability of these sets? Putting a small 15- 25 watt lamp inside may 
help and I may try that first. Any experience w/ replacing the OA2 with 
a zener diode? Other voltage regulation methods? Changes in line voltage 
does have a effect. 


I'm sure this may be a question similar to "what is the meaning of 
life", but any constructive input will be appreciated. Love this "combo" 
and just may keep a rock or two handy for the Ranger, just to keep 
"check". Maybe put the Drake 2B on as a standby for CW. 


> 
> Thanks in advance! 
> Scott KD6CQ 


Wow, Had to RTFM page 35. Common ailment. swapped the 6BE6 (V2 first 
mixer) 

with (V3) 6BE6, things got a bit better. Replaced the 6C4. The HQ-180AC 
Is 

a new RX! Not quite as stable as my 75S3 on 10 meters, but pleasantly 
good! 


Open mouth- insert foot- replace 6C4- put up a inverted V on 40, then 
enjoy! 


Thanks again to those who replied! 


73! 
Scott KD6CQ 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: James Olson <jolson@intergate.net> 

Subject: Wanted: Pre-1967 World Radio TV Handbooks 
Message-ID: <3.0.32.19961208142357 .006bdc7c@intergate.net> 


Wanted: World Radio TV Handbooks from prior to 1967. 


Thanks. 
James 


James Olson, W4JO0 
3442 North Cook Road 
Powder Springs, GA 30073 


770-429-8189 
jolson@intergate.net 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "Dave Kelley" <aa7tq@primenet.com> 

Subject: What was at the Mesa Fest 

Message-ID: <199612080222.TAA22266@primenet.com> 


Greetings all... 


Well, the Mesa ham fest was a nice one for BA lovers. I picked up a W-4 


for my Drake 4 twins and a dummy load. 


I saw 2, count them, TWO TR-4CW radios for sale. One wanted $375 for it 


and it was very "used". The other was in great condition and he was asking 
$250 for it and it sold for $150!!! I should have gotten THAT one, but, oh 
well. 


There was a BUNCH of Hallicafters and Nationals there, all pretty much in 
great shape. One Collins KWM-2A in fine shape...but also $600. And the 
same guy had a 5151 for $900. These seemed a little high, but I'm just 
reporting the facts. 


It was an over all good time for everyone I think. 
Happy Holidays and 73 
Dave 


AI7R 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: Bob Roach <KE4QO0K@worldnet.att.net> 

Subject: Re: What was at the Mesa Fest 

Message-ID: <19961208144316.AAB18164@LOCALNAME> 


At 02:25 AM 12/8/96 +0000, you wrote: 


> 

>Greetings all... 

> 

>Well, the Mesa ham fest was a nice one for BA lovers. I picked up a W-4 
>for my Drake 4 twins and a dummy load. 

> 

>I saw 2, count them, TWO TR-4CW radios for sale. One wanted $375 for it 
>and it was very "used". The other was in great condition and he was asking 
>$250 for it and it sold for $150!!! I should have gotten THAT one, but, oh 
>well. 

Hello All, 


I would like t start looking for some equipment at hamfests but don't have a 
very good idea of prices. Is there any way to find out approximate prices 
for some of the more common boatanchor gear. I know that there is no exact 
price and that you can get burned even if you know whats what and you are 
right there in person, but what I am looking for is something to keep me 
from paying two to three times too much. 


Any help would be greatly appreciated. There is a hamfest coming up in Jan. 


and believe it or not I may actually have a little spare cash right after 
christmas, which should put me a step ahead of a lot of the other folks 
there .<GGG> 


KKK KKK KKK KKK KKK KKK KKK KE KKK KEK KKK KEK KKK KKK 
KKK KKK KKK KKK KKK KKK KKK 


73 es TNX Real radios glow in the dark. 
KE4QOK Power is no substitute for skill. 
Bob If it stayed up last winter, it was too small. 


136 Hermitage Rd. 

Newport News, Va. 23606 KE4QO0K@worldnet.att.net [try here first] 

(757) 930-0348 bob. roach@sourcebbs.com 

KKK KK KK KK KKK KK KK KR KK KR KK KKK KK KK KK KKK KKK 
KKK KK KK KK KK KK KK KKK KKK 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 

From: John Kolb <jlkolb@cts.com> 

Subject: Re: What was at the Mesa Fest 

Message-ID: <Pine.SC0O.3.91.961208083741 .22859C-100000@sd.cts.com> 


On Sun, 8 Dec 1996, Bob Roach wrote: 


> I would like t start looking for some equipment at hamfests but don't have a 
> very good idea of prices. Is there any way to find out approximate prices 
> for some of the more common boatanchor gear. I know that there is no exact 


Whenever I see a price listed for receivers or transmitters, etc. 

here or on the alt.radio.swap newsgroup, I save it to a file on my disk 
called "PRICES". Someday I'll go back and edit this down to a reasonable 
file :) After saving prices for awhile, you'll get an idea of 

price ranges for a catagory, even if you haven't seen a price for 

a particular item. 


With this knowledge, I'm armed for the XYL. "But honey, I only 
paid $30 for this FRdx400, and after I clean it up, I can sell it 
for $100." Right! 


John KK6IL 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Tim Richardson <tim@america.net> 

Subject: Re: What was at the Mesa Fest 

Message-ID: <2.2.32.19961208194100.006ab534@pop.america.net> 


At 10:47 AM 12/8/96 -0600, John KK6IL wrote: 


>Whenever I see a price listed for receivers or transmitters, etc. 

>here or on the alt.radio.swap newsgroup, I save it to a file on my disk 
>called "PRICES". Someday I'll go back and edit this down to a reasonable 
>file :) After saving prices for awhile, you'll get an idea of 

>price ranges for a catagory, even if you haven't seen a price for 

>a particular item. 

> 

>With this knowledge, I'm armed for the XYL. "But honey, I only 

>paid $30 for this FRdx400, and after I clean it up, I can sell it 

>for $100." Right! 


I also save all price information that I see here and in the newsgroups. For 
those of us new to collecting and using boatanchors it would be a great help 
if all items posted regarding the purchase of or sale of boatanchors 
included the price and a rating of the equipment on a © to 10 scale. 


Tim Richardson, WB4HZT, Acworth, GA <tim@america.net> 
"Those who cannot remember the past are condemned to relive it."-Santayana 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: "KF4MZD (John Kemker)" <kemkerj@xyzzy.net> 

Subject: World Radio Labs TC6-A 

Message-ID: <9612080805.AA17330@ponyxprs.atlanta.med.va.gov> 


I finally got this mobile BA to work! (Well, a little bit...) 


After replacing the power-supply "Can-o-hiss" capacitors with some 
nice new electrolytics, I found that, while I could get the tubes 
to warm up, I couldn't get xany*x noise out of the speaker. It's 

a good thing the previous owner had given me the assembly manual 
for this kit... 


I pulled out the voltage chart and started probing with my handy 
little DVM. (I know, I know...I should have used a VTVM, but I 
don't have one of those...*yet*x.) The 12AX7 didn't seem to get 
any voltage at all. Curious...started tracing around and found 
that a 220K-ohm resistor wasn't passing any voltage through it. 


I replaced the resistor with two 100K-ohm and two 10K-ohm resistors 
in series (hey, they were what I had laying around!) and fired it 
up again. Well, I got a little sound; let's turn up the volume 
all the way... 


xxxImportant Lesson Learned*xxx 

NEVER turn up the volume all the way on a tube device until you are 
SURE it's fully warmed-up. [grin] 

xxxImportant Lesson Learned*xxx 


You know, I remember having to wait for stuff to warm up when I was 

a kid playing with the TV and my dad's radio. I just didn't remember 
until the speaker gave me a nice lesson. When those electrons 
finally decide to start moving.... 


Eureka! 


Now to get that dipole tuned...Anybody wanna talk on 50.4? (I'm 
rockbound.) For those that live in the Atlanta area, I live in 
Tucker, near US78 and Brockett Rd... 


Well, I've spent enough time tinkering with radios tonight. I am 
really excited about this, as this not only means that I have a 
nice little tube radio to play with, but that I successfully 
diagnosed and repaired it myself! 


(I hope of the neighbors have cable...) 


73 de KF4MZD (John Kemker) 
kemkerj@xyzzy.net 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: john <johnmb@pop.mindspring.com> 

Subject: Re: World Radio Labs TC6-A 

Message-ID: <199612081235 .MAA24998@mule1.mindspring.com> 


At 02:11 AM 12/8/96 -0600, you wrote: 
>I finally got this mobile BA to work! (Well, a little bit...) 


<snip> 

>Well, I've spent enough time tinkering with radios tonight. I am 
>really excited about this, as this not only means that I have a 
>nice little tube radio to play with, but that I successfully 


>diagnosed and repaired it myself! 


And this is a big joy of Boatanchors, this list, and real ham radio.... 


Thanks for sharing it with us, and welcome! 
/John 
John Brewer AMI #24 
WB50AU/4 Clayton NC 
Always looking for Lysco, and other 
lesser known commercial ham gear 
from the 30s-60s. 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: Joe Eide <jeide@eau.net> 

Subject: WTB: F-455-B-60 / 8R-1 / 35C-1 / 353C-60 
Message-ID: <32AB28D6.38A3@eau.net> 


Can anyone help me find a 6kc filter or calibrator for my 75A-2-A ora 
LP filter for my 32V-2 or a filter adaptor for my 75A-1? 


Thanks for reading this. 


Joe - KBIR 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: nielw@ix.netcom.com (Niel Wiegand) 

Subject: WTB: NC-200 Speaker 

Message-ID: <199612082252 .0AA17483@dfw-1ix6.ix.netcom.com> 


I'm looking for the speaker that matches the National NC-200 receiver. 
It's two tone gray with chrome trim and about 15"W x 10"H x 10"D. The 
speaker opening is rectangular. 


Cash or I have a spare 50's style National speaker if you would rather 
trade. 


73, Niel - WA5VLZ 
nielw@ix.netcom.com 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: Mike Sewell <75143.2737@CompuServe.COM> 

Subject: RE: WTD: 6C4 tube 

Message-ID: <961209000803_75143 .2737_THV64-1@CompuServe. COM> 


WB9OVV wrote; 


>My HQ-180A went dead yesterday because the 6C4 died. I'm looking for a 
>good 6C4, and I would like to 

>trade a tube or two for it. I have lots of 7 and 9 pin miniature tubes, as 
>well as quite a few 8-pins. I just don't have a 6C4! 


>So, if you have something you're looking for and would like to swap a tube 
>or two, please contact me! 


>John, WBIOVV 104204 .2650@compuserve.com 


John, 

Call me crazy, call me nutty, just don't call me late for dinner, but, about 
the last thing I need is more tubes. Just bought another 2,100 yesterday at the 
Courage Center hamfest in Minneapolis. Plus, I must be overwhelmed with the 
holiday spirit. Give me your shipping address and I'll send you a good used 6C4 
just because I don't want your HQ-180A down. FREE, gratis, use it in good 
health and Happy Holidays!! 


73, Mike K @ Collects Radios eXclusively 


From boatanchors@theporch.com Sun Dec 8 22:47:04 1996 
From: "Jack Giehl" <jackg@one.net> 

Subject: WTD: Simpson Wide Vue Meters 

Message-ID: <199612090327 .WAAQ6673@one.net> 


Dear BA Enthusiasts, 


I am building a BA amplifier, and I need some Simpson 3 1/2" 
Wide Vue meters in various currents and voltages. If you have 
one or more available, please email me with with details such as 
scale, condition. 


Thanks, Jack 


Jack, WB8BFS 
jackg@one.net Loveland, Ohio (near Cincinnati) 


From boatanchors@theporch.com Sun Dec 8 17:19:56 1996 
From: "John E. Vercellino" <104204.2650@compuserve.com> 
Subject: WTD:6C4 tube 


Message-ID: <199612081531_MC1-CD3-3A47@compuserve. com> 


My HQ-180A went dead yesterday because the 6C4 died. I'm looking for a 
good 6C4, and I would like to 

trade a tube or two for it. I have lots of 7 and 9 pin miniature tubes, as 
well as quite a few 8-pins. I just don't have a 6C4! 


So, if you have something you're looking for and would like to swap a tube 
or two, please contact me! 


John, WB9OVV 104204 .2650@compuserve.com 


From boatanchors@theporch.com Sun Dec 8 09:12:22 1996 
From: k7yha@juno.com (Richard H. Arland) 

Subject: WX3MAS & K5FKT Spec Events Stas 

Message-ID: <19961208.033212.4407.20.k7yha@juno.com> 


Gang: 

Absolutely NO luck whatsoever on either of these two special events 
stations this evening. The noise level here on 80 was S-9 and noise 
bursts to 20 dB over! The band went long on 40 so I couldn't get a QSO 
with WX3MAS.... 

However, AA4XX and the N. Carolina KnightLites may have had some luck. I 
talked to Paul earlier today and he advised that the KnightLites were on 
full alert for both stations. 

Sorry, guys. Edsel Murphy lives! 


73 rich K7SZ 


